MBTA Project No. R17CNO6 - MBTA Quincy Bus Maintenance Facility 
Trade Subcontractor Tabulation of Bids 


15011 HVAC J.C. Cannistraro LLC $19,985,000.00 


15011 HVAC Patrick J Kennedy & Sons Inc. |$22,593,000.00 
15011 HVAC Harold Brothers Mechanical |$22,698,000.00 


